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ACTION COME-OO 

INFO OCT-01 AF-06 ISO-OO EB-07 /014W 

091868 

R071500ZFEB 75 
FM AMCONSUL IBADAN 
TO SECSTATE WASHDC 1827 
INFO AMEMBASSY LAGOS 

UNCLAS IBADAN 0053 

E.O. 11652: N/A 
TAGS: BMEP, NI 

SUBJ: MAJOR PROJECT: IBADAN SEWAGE SYSTEM 

COMMERCE FOR MEPD 

REF: LAGOS 4398 OF JULY 22, 1974 

1. DESIGN WORK FOR THE PLANNED IBADAN SEWAGE SYSTEM 
WAS COMPLETED IN 1973 AND BIDS ON THE PROJECT 
SHOULD BE OPENED IN MAY. THE VALUE OF THE FIRST 
PHASE OF THE PROJECT IS ESTIMATED AT DOLLAR 5 MILLION. 
CONSTRUCTION TIME IS ESTIMATED BY THE WASTE DISPOSAL 
BOARD AT 18 - 24 MONTHS. WE HAVE HEARD THAT THE TREAT- 
MENT FACILITIES ARE TO BE A TYPE OF LAGOONING WITH BOTH 
SETTLING AND AEROBIC PONDS. INTERESTED PARTIES SHOULD 
CONTACT MR. S. A. SULU, GENERAL MANAGER, IBADAN WASTE 
DISPOSAL BOARD, MINISTRY OF WORKS, IBADAN. 

2. THE WASTE DISPOSAL BOARD IS ALSO URGENTLY 
LOOKING FOR A CONSULTANCY FIRM WHICH CAN DESIGN A RATE 
STRUCTURE FOR THEIR ACTIVITIES GARBAGE DISPOSAL, 
NIGHTSOIL COLLECTION, AND SEWAGE, AS A BASIS FOR 
DECIDING IF THE PROJECT CAN REPAY THE CONSTRUCTION 
COSTS OR WILL NEED SPECIAL FINANCING. 
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Copy: SINGLE 
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Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975IBADAN00053 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750047-0974 
From: IBADAN 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750263/aaaacerc.tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
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Previous Handling Restrictions: n/a 
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Review Action: RELEASED, APPROVED 

Review Authority: ElyME 

Review Comment: n/a 
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Review Event: 
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Review Release Event: n/a 
Review Transfer Date: 
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